ETag: "d5222a6795a723e9cb19f30af5b730b1"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 3325
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Bankruptcy Judge BRIAN K. TESTER
x-archive-meta-case-name: SALUTARIS DIALYSIS & NEPHROLOGY CENTER- Adversary Proceeding
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: prb
x-archive-meta-date-case-filed: 2012-06-15
x-archive-meta-docket-num: 12-00301
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 273434
x-archive-queue-derive: 0
x-upload-date: 2012-09-11T20:21:56.000Z
